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OCS-M76 - 256 
2 August 1976 


STAT 


MEMORANDUM FOR: OC Equipment Board Members 


FROM 

SUBJECT 


Secretary, OC Equipment Board 
: Equipment Board Meeting 


There will not be an Equipment Board meeting in 
August 1976. 


STAT 


Distribution: 

1 - DD/CO 

1 - C/OC-O 

1 - C/OC-E 

1 - C/OC-S 

1 - C/OC-CS 

1 - C/OC- P§B 

1 - Board Secretary 
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